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SECRET 


IDEA- 02 57- 69 , 

c °py "1 of i 


18 March 1969 


MEMORANDUM FOR: Deputy for Materiel, OSA 
SUBJECT : Overhaul of Delta III Camera S/N 5 


Recommend subject camera be returned for overhaul as 
soon as feasible. Camera S/N 3 now at Detachment H has next 
highest number of operating cycles and may be approaching 
overhaul limit by the time subject camera S/N 5 is returned 
to service after overhaul. 
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D/R&D/ QSA/| 
Distribution : 


Deputy for 

Research and Development 
Special Activities 

18 Mar 1969 


Copy 1 - D/M/OSA 

2 - MD/M/OSA 

3 - DD/SA 

4 - D/O/OSA 

5 - B&FD/COMPT/OSA 

6 - CMD/COMPT/OSA 

7 - D/R&D/ OSA 

8 - SSD/R&D/OSA 

9 - RB/OSA 
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